
Town of Arlington 
Board of Selectmen 

Meeting Agenda 

February 12, 2015 
7:15 PM 

EMERGENCY ADDENDUM Selectmen's Chambers, 2nd Floor 

FOR APPROVAL 

1. Temporary Suspension of Metered Parking 

Adam W. Chapdelaine, Town Manager 


Town of Arlington, Massachusetts 


Temporary Suspension of Metered Parking 
Summary: 

Adam W. Chapdelaine, Town Manager 



